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the death of Charles II and the accession of the House
ot Hanover. He failed not only because of the Inherent
difficulties of the task, but also because he had to leave
untold the story of half the thirty years he hoped to cover.
The prologue contained In chapter III was never completed
by the epilogue which should have followed the close of
the drama.